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Background: The appropriate observation period, rate and risl< factors of complications after 
a percutaneous renal biopsy remain debated. Methods: We retrospectively studied native 
kidney biopsies performed in our institution between January 2007 and July 2011. Outpatients 
had either an 8- (67%) or a 24-hour (33%) observation period. Results: 312 biopsies were re- 
viewed (287 patients), 51% of patients were female and the mean age was 54 ± 15 years. Half 
of these biopsies were performed in outpatients. A total of 15% of patients developed a symp- 
tomatic hematoma, 9% received a red blood cell transfusion and 1% required an angio-inter- 
vention. Eighty-four percent of the complications manifested within the first 8 h, 86% at 12 h 
and 94% at 24 h. Outpatients experienced significantly less complications, all manifesting 
within the first 8 h, 14% required an observation period longer than planned. The risk of symp- 
tomatic hematoma increased to 11, 20, 35 and 40% in patients with >200, 140-200, 100-140 
and <100 x 10^/\ platelets, respectively (p = 0.002). It also increased in hemodialysis patients 
(29% compared to 14%, p = 0.02). We found no association of risk with the number of biopsy 
passes and only a trend with needle size. Conclusion: Symptomatic hematomas occurred in 
15% of kidney biopsies and were strongly associated with platelet count and hemodialysis. 
Outpatients experienced fewer complications; therefore, we can conclude that same-day dis- 
charge in selected patients is safe. © 2014 s. Karger ag, Basel 
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Introduction 

Native kidney biopsy is a useful tool to establish a diagnosis, treatment and prognosis of 
glomerular and tubulointerstitial diseases. It reveals a diagnosis different than anticipated in 
50% of cases, and its result modifies treatment in 2 0-50% of cases [1] . Yet, because of bleeding 
complications [2-4], physicians are at times reluctant to request a native kidney biopsy [5-7]. 
Events related to the procedure usually occur within the first 24 h. Some studies have 
concluded that the majority manifest within 8 h [1], while others maintain that a short obser- 
vation time misses more than a third of complications and recommend a 24-hour waiting 
period [8]. Whether a selected group of patients can be safely discharged the same day 
following a kidney biopsy is still debated [9-14]. Doing so, while insuring patient safety, using 
a valid risk assessment would positively impact their quality of life and also reduce health 
care costs. 

This study addressed the rate and risk factors of symptomatic hematomas following 
native kidney biopsy. We also evaluated if same-day discharge is safe. 



Patients and Methods 



Design 

This was a retrospective study designed for an internal quality project to evaluate renal 
biopsies at our institution. It was approved by our institutional review board, and as so, was 
exempted from our ethics committee approval. All native kidney biopsies performed at the 
Centre Hospitaller de I'Universite de Montreal [CHUM), Montreal, Que., Canada, between 
January 2007 and July 2011 were included. 

Procedure 

Native kidney biopsies were performed by radiologists using an automated or semi-auto- 
mated needle under ultrasound or CT scan guidance. The procedure was usually done at the 
lower pole of the kidney unless performed for investigation of renal mass. Patients stopped 
anticoagulation therapy appropriately and antiplatelets use at least 7 days prior to biopsy. All 
patients had a complete blood count, international normalized ratio [INR) and partial throm- 
boplastin time [PTT) prior to the procedure. Platelet [PLT) function tests [PFA-100 test or 
bleeding time) were not systematically performed. After the biopsy, the patients maintained 
bed rest for 6 h. Vital signs and urine aspect were checked regularly. Postbiopsy imaging was 
done when clinically indicated at the discretion of the attending physician or following a 
location protocol. 

Data Collection 

Information reviewed from charts included demographic data, history of liver disease, 
type of renal presentation, blood pressure within the week prior to biopsy, serum creatinine, 
eGFR [using the MDRD formula), hemoglobin [Hb), PLT, INR, PTT and bleeding time or 
PFA-100. We obtained information on kidney size, needle size, number of needle passes and 
number of glomeruli obtained. We recorded the administration of fresh frozen plasma [FFP), 
PLTs and red blood cell [RBC) transfusions as well as the use of desmopressin. 

Definitions 

Uncontrolled hypertension was defined as >50% of systolic and diastolic readings of 
>140/>90 mm Hg within the week prior to biopsy. We noted the occurrence and timing of 
symptomatic hematoma [hematoma with abdominal pain warranting radiologic assessment. 
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Table 1. Biopsy procedure and 
adequacy (n = 312] 



Left kidney, % 81 

Kidney size, cm 11 ±1.6 

Ultrasound/CT scan, % 93/7 

Needle gauge 14, 16, 18, % 14,81,5 

Number of passes 1, 2, 3, 4, 5, 6, % 2, 39, 50, 6, 2, 1 

Number of glomeruli 12 [9-22] 

<8 glomeruli, % 22 

Values are expressed as mean ± standard deviation or median 
(interquartile range], except where otherwise indicated. A minimum of 
8 glomeruli was defined as an adequate specimen according to the 
Banff classification of renal allograft pathology. 



hypotension, a drop in Hb of >10 g/1 or macroscopic hematuria), urinary infection, the need for 
RBC transfusion or angio-intervention. Inpatients are defined by a preexisting hospitalization 
prior to biopsy. According to local practice, outpatients were observed for either 24 or 8 h. 

Statistical Analysis 

We analyzed risl< factors of symptomatic hematoma and compared inpatients to 8- and 
24-hour outpatients. Normally distributed variables are expressed as mean ± standard devi- 
ation and compared using t test or one-way ANOVA. Non-normally distributed variables are 
expressed as median with interquartiles [Q1-Q3) and compared using Mann- Whitney U test 
or Kruskal-Wallis test. Categorical data are compared using test. All p values were 2-tailed, 
and values <0.05 were considered statistically significant. Analyses were carried out using 
SPSS software [version 20; IBM, North Castle, N.Y., USA). 



Results 

Cohort Characteristics 

A total of 312 native kidney biopsies were performed in 287 patients. The mean age was 
54 ± 15 years, 51% of patients were females, median eGFR was 37 [18-74) ml/min/1.73 m^, 
10% were on dialysis, 8% had liver disease and 17% had uncontrolled hypertension. Fifty- 
three percent of biopsies were done in inpatients, 16 and 31% in outpatients scheduled for a 
24- or 8-hour observation period, respectively. Information was missing in <5% of cases for 
all variables except for PLT function tests, drop in Hb and kidney size, missing in 60, 17 and 
42% of cases, respectively. Imaging was in fact available in 84% of patients prior to biopsy, 
but kidney size was not always specified, other than presence or absence of atrophy. 

Seven percent of biopsies were performed for the diagnostic workup of renal masses, 
19% for nephrotic range proteinuria, 9% for rapidly progressive renal insufficiency, 18% for 
acute kidney injury, 11% for a chronic kidney disease, and the remaining 36% for non- 
nephrotic proteinuria and/or hematuria. Mostbiopsies were done under ultrasound guidance 
using a 16-gauge needle with three needle passes [table 1). Eleven percent of the available 
bleeding times were elevated. Overall, 33% of patients received desmopressin, 4% PLTs, 
and/or 4% FFP. 

Risk Factors of Complications 

The incidence of symptomatic hematoma was 15%, 9% of patients needed RBC trans- 
fusion and 3 inpatients required an angio-intervention [table 2). Individuals requiring RBC 
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Table 2. Complications 



Symptomatic hematoma, % 15 

Pain warranting radiologic assessment, % 7 

Dropof>10g/linHb, % 13 

Macroscopic hematuria*, % 2 

Symptomatic hypotension, % 3 

IVlacroscopic hematuria, % 5 

RBC transfusion, % 9 

Angio-intervention, % 1 

Urinary infection, n 1 

* With a radiological hematoma. Categories are not mutually ex- 
clusive. 



Table 3. Timing of complications 





<8h 


8-12h 


12-24h 


>24h 


All patients, % 


84 


2 


8 


6 


Inpatients, % 


72 


3 


15 


10 


Outpatients, % 


100 


0 


0 


0 



transfusion had an initial Hb of 92 ± 14 g/1 as opposed to 115 ± 22 g/1 [p < 0.001) in those 
who did not. Twenty percent of transfused patients had a drop in Hb of <10 g/1. Among the 
transfused patients, only 55% had postbiopsy imaging, of these 20% had no hematoma. 

There was no nephrectomy or death. At 8 h, 84% of patients who developed complica- 
tions had clinical manifestations. This increased to 86% at 12 h and 94% at 24 h [table 3). 

The PLT count prior to biopsy was highly predictive of symptomatic hematoma [fig. 1). 
Among those with a low PLT count [<140 x 10^/1, n = 30), 7 received PLT transfusion prior 
to biopsy and 29% had a symptomatic hematoma as opposed to 39% in those without a PLT 
transfusion [p = 0.61). Although eGFR was not predictive of symptomatic hematoma, indi- 
viduals receiving hemodialysis were more likely to bleed [29 vs. 14%, p = 0.02). Finally, 
outpatients experienced fewer events [table 4). 

We found no statistical association between bleeding complications and age, sex, uncon- 
trolled hypertension, hepatic disease, biopsy by ultrasound or CT scan, Hb, INR, PTT or 
abnormal PLT tests. The use of desmopressin and FFP did not translate into fewer complica- 
tions although patients who received these treatments had lower PLTs and eGFR, and a higher 
INR [data not shown). Interestingly, there was no association with the number of needle 
passes with a median of three passes in individuals with and without a symptomatic hematoma. 
There was a trend toward fewer symptomatic hematomas with 18-gauge needles [fig. 2) and 
statistically more glomeruli when a 16-gauge needle or larger was used [fig. 3). 

Inpatients and Outpatients 

Overall, 148 biopsies were performed in outpatients, 99 had an 8-hour observation 
period and 49 a 24-hour stay. Inpatients differed with regard to comorbidities, eGFR, 
preventive treatments and complications [table 4). The outpatients group more frequently 
received desmopressin despite a lower rate of abnormal PLT tests. This paradox is created by 
the 24-hour hospital protocol in which PLT function tests are routinely measured and desmo- 
pressin is proposed. Overall, 27% of inpatients experienced any complications as opposed to 
14% of outpatients [p = 0.002). 
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Fig. 1. Symptomatic hematoma 
and PLT level. PLT count was 
missing in 1 subject. The number 
of individuals within each catego- 
ry who received PLT transfusion 
is given in parentheses. The nor- 
mal PLT count was >140 x 10''/1 
in our laboratory. 



40 



30 



•% 20 



10 



p = 0.002 



<100 100-139 140-200 >200 

(6/10) (1/20) (1/60) (0/221) 

PLT count (x 109/1) 



Table 4. Comparison of 
inpatients and outpatients 





Inpatients 
(53%] 


Outpatients 
(47%] 


P 


Age, years 


54±16 


53±15 


0.67 


Female gender, % 


48 


55 


0.25 


Uncontrolled hypertension, % 


14 


7 


0.04 


Hepatic disease, % 


10 


5 


0.10 


Dialysis, % 


18 


1 


<0.001 


eGFR, ml/min/1.73 m^ 


24 (10-53] 


54 (32-83] 


<0.001 


Hb,g/1 


101±18 


125±20 


<0.001 


PLT, xloVl 


270±116 


222±103 


0.002 


INR 


1.0 (0.9-1.0] 


1.0 (1.0-1.1] 


<0.001 


Abnormal platelet function 


11 


11 


0.95 


test, % 








PLT transfusion, % 


5 


0 


0.006 


FFP, % 


6 


1 


0.01 


Desmopressin, % 


43 


22 


<0.001 


Symptomatic hematoma, % 


18 


12 


0.13 


IVlacroscopic hematuria, % 


6 


4 


0.55 


Angio-intervention, n 


3 


0 


0.10 


Transfusion, % 


17 


1 


<0.001 



Results are expressed as mean ± standard deviation or median 
(interquartile range], except where otherwise indicated. 



Outpatients: 8- and 24-Hour Observation Period 

The decision to observe patients 8 or 24 h was based on each hospital's protocol. These 
two subgroups did not differ in eGFR, mean Hb or coagulation studies prior to biopsy. The 
incidence of complications was similar in both groups and all happened within the first 8 h of 
observation [table 3). 

Hospitalization of outpatients after biopsy occurred in 14% [15 of 99 in the 8-hour and 
5 of 49 in the 24-hour subgroups). Among these 20 patients, 11 had a symptomatic hematoma, 
5 had a > 10 g/1 drop in Hb without an evident hematoma, 2 had macroscopic hematuria, and 
3 required RBC transfusion. Only 1 patient observed for 8 h was discharged as planned but 
returned to the emergency room for abdominal pain after 24 h; however, no complication was 
found on imaging. No outpatient was lost during the follow-up after the biopsy. 
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Fig. 2. Symptomatic hematoma 
and size of biopsy needle. Needle 
biopsy data was missing in 6 sub- 
jects. The number of individuals 
within each category is given in 
parentheses. The median [inter- 
quartile ranges given in parenthe- 
ses] number of passes is shown. 



20 



15 



10 



p = 0.60 



14 gauge (40) 
2 (2-3) passes 



16 gauge (234) 
3 (2-3) passes 



>18 gauge (32) 
3 (2-3) passes 



Fig. 3. Biopsy needle size and 
number of glomeruli. Needle bi- 
opsy data was missing in 6 sub- 
jects, 23 biopsies for renal masses 
were excluded. The number of in- 
dividuals within each category is 
given in parentheses. The median 
(interquartile ranges given in pa- 
rentheses] number of passes is 
shown. 



25 



20 



15 



10 



p = 0.02 
(>18 gauge with 
fewer glomeruli) 



14 gauge (39) 
2 (2-3) passes 



16 gauge (231) 
3 (2-3) passes 



18 gauge (14) 
3 (2-3) passes 



Discussion 



This is a cohort of 312 kidney biopsies of inpatients [53%) and outpatients [47%) in our 
institution. A total of 15% of patients developed a symptomatic hematoma. Hematoma was 
not regarded as significant unless it was associated with a chnical complication [abdominal 
pain warranting radiologic assessment, hypotension, a drop in Hb of >10 g/1 or macroscopic 
hematuria). Radiologic hematomas without any repercussion were not included for several 
reasons. Silent perinephric hematomas are less clinically relevant since they can occur in 
>85% of patients after percutaneous biopsy and they are not predictive of major complica- 
tions [15, 16]. Moreover, not all patients had a systematic routine ultrasound examination 
postbiopsy. 

It must be noted that arteriovenous fistulas were not reported because they were not 
systematically looked for. In fact, according to the previous literature these are common but 
rarely have a clinical impact [17, 18]. 

We found that we had a higher rate of symptomatic hematomas [15%) compared to the 
literature [7.8%) [18]. This is probably due to our definition of symptomatic hematoma that 
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includes several clinical events. Another reason may be the inclusion of a large proportion of 
hospitalized patients. Indeed, there were more symptomatic hematomas in inpatients [18%) 
compared to outpatients (12%), although it was not statistically significant. The inpatient 
population had more comorbidities including dialysis [18 vs. 1%), a lower Hb at baseline [101 
± 18 vs. 125 ± 20) and more PLT transfusion [5% vs. none). 

A higher transfusion rate was also found when compared to previously reported studies 
[9 vs. 0.4-6%) [19-22]. Indeed, a large number of patients had a low Hb concentration prior 
to biopsy as a mild decrease in Hb can lead to transfusion and a low Hb itself might be a risk 
factor for bleeding [11]. However, of the transfused patients who had a postbiopsy imaging, 
20% did not have a hematoma. The decrease in Hb without the finding of a radiologic 
hematoma can be explained by hemodilution from a saline infusion before and after the 
biopsy. It can also depend on the modality of imaging, since CT scans are more sensitive in 
detecting hematoma than echography. 

We found that the PLT level was a statistically significant risk factor for symptomatic 
hematoma. There was also a non-significant trend for less symptomatic hematomas when 
patients with thrombocytopenia received PLT transfusion prior to biopsy. We did not find 
that age, uncontrolled hypertension, and a decreased GFR were associated with an increased 
risk of hematoma or blood transfusion [11, 19]. Major events did not correlate with neither 
the needle size nor the number of passes as found in the study by Tondel et al. [23], although 
there was a non-significant trend for more hematomas with larger needles. 

In our whole cohort, 16% of complications appeared after the first 8 h. Outpatients had 
fewer complications and these manifested within 8 h, whether they were observed for 8 or 
24 h, and 14% were hospitalized for a longer period than planned. Only 1 outpatient returned 
to the emergency room [with unrelated abdominal pain), and no further complications were 
noted on follow-up notes in the other patients' charts. 

These results are in line with Lin et al. [1] who found that there is no difference in the rate 
of complications between patients who are admitted and those observed for a 6-hour period, 
the latest being acceptable. By contrast, Whittier and Korbet [8] found that 42% of complica- 
tions following native kidney biopsy manifested at <4h, 67% at <8 h, 85% at <12 h, and 89% 
at <24 h. According to this study, the optimal observation period should therefore be 24 h. 

Our study has limitations, it is a retrospective study and our population is not homog- 
enous but still represents our daily practice. By including only clinically significant events in 
the definition of clinical hematoma our goal was to include only events that had a real impact 
on the patients. 

In conclusion, in our study symptomatic hematomas occurred in 15% of kidney biopsies 
and were strongly associated with PLT count and hemodialysis. Patients chosen for a biopsy 
on an outpatient basis had less comorbidities than those who were hospitalized, and they 
experienced fewer complications all observable within the first 8 h. Therefore, same-day 
discharge with an 8-hour observation period is a medically adequate procedure in carefully 
selected patients, a significant finding, since outpatient biopsies are economically advanta- 
geous. 
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